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Really. mi Set. Launch By Dan Rothschild, AIA 


Our local AIA chapter is a little like 


a diversified food product company, providing a wide va- 
riety of services to a broad and diverse population base. 
We constantly strive to make our “products” of the highest 
quality; and we constantly refine our product line through 
feedback from our “customers.” Like a food product com- 
pany, the recognition of our brand helps to differentiate 
our organization in the marketplace and set a consistent 
standard of quality. 


To review our journey this year, our focus on the AIA Brand 
Study centered on the concept of Architects Together, 
accomplishing together what we cannot accomplish as 
individuals. Our brand elements are organized in the fol- 
lowing categories: 


Advocacy — “Giving voice to our shared values as archi- 
tects to influence the shape of our neighborhoods and our 
world.” 


Knowledge — ‘The sharing of knowledge through con- 
tinuing education, Knowledge Communities, and invest- 
ment in research.” 


Community — "Creating opportunities for all architects 
to connect with each other to share experiences and to 
celebrate great work.” 


My last Presidents Message concludes the year with a 
description of new products that will be launched. 


THE IMPORTANCE OF CONSISTENT GRAPHICS 
Just as the quality of food products is reinforced by its 
logo (think of the General Foods mark on their line of ce- 
reals), so it is with our AIA products and services. At AIA 
Pittsburgh, the growth of our services occurred over a se- 
ries of years, and the graphic design was largely discon- 
nected. If you placed the graphic design of our "products" 
side-by-side, you would have had a hard time recognizing 
that they came from the same organization. Over the past 
two years, the Board of Directors has realigned and re- 
named our offerings with two goals: linking them together, 
and linking them with the national AIA logo. That is why 
we renamed our educational conference, from " Tri-AI4" to 
“Build Pittsburgh,” and why that logo and the logo of De- 
sign Pittsburgh incorporates the AIA with its immediately 
recognizable eagle logo. This year the Board reviewed the 
graphic design of our entire product line with a keen eye to 
allow for individuality while reinforcing our AIA brand. 


NEW PRODUCTS 

e COLUMNS 

One of AIA Pittsburgh's most successful communications 
tools is our weekly email entitled "Whats Goin’ On?" which 


allows us to broadcast up-to-the-minute information to all 
our members. While reviewing our product line, the Board 
of Directors found many synergies between this electronic 
communication and our very popular monthly magazine, 
Columns. While our magazine offers detailed, in-depth 
items of interest, "What's Goin’ On?” allows us to offer more 
timely information. After much review, we decided to rein- 
vent "What's Goin’ On?" as *eCOLUMNS" with a graphic 
overhaul that will complement our magazine. Information 
will be organized under the brand elements: Community, 
Advocacy and Knowledge. Combining our magazine with 
our on-line newsletter also allows our supporters to ad- 
vertise in both media, increasing their penetration into our 
market. When we launch this product, we welcome your 
feedback. 


eFORU 
Your Board of Directors is in the planning stages for an 
electronic forum that will allow us to gather as a commu- 
nity online. The concept is to promote interaction among 
our membership and allow direct feedback from mem- 
bers on a wide variety of issues. We plan on posting our 
topics under the focal points of our brand: Community, 
Advocacy and Knowledge. 


embership Pilot Program 
At the 2000 National Convention, AIA Philadelphia intro- 
duced a resolution requesting that National open up to 10- 
cal chapters the ability to run membership pilot programs 
aimed at increasing the size and diversity of the organiza- 
tion. In 2002, AIA Pennsylvania's pilot program was se- 
lected. It includes a graduated scale of dues to entice new 
embers, and a greater er 
0 


£o 


m phasis of increasing diversity 
with associates, educator architects and non-practitioner 
architects. Watch for details in the upcoming year. 


The review of the AIA brand in this year's President's Mes- 
sages has allowed me to communicate the way in which 
your Board of Directors organizes information at our chap- 
ter. It has given us a methodology to understand what we 
are doing well, and which areas need improvement. Our 
goal continues to be an organization that allows us to ac- 
complish together what cannot be accomplished alone, 
and to do so with consistently high quality. 


Finally, it has been my pleasure to serve you as President 
this year and | wish all of you a happy and healthy holiday 
season and a great new year. 


AIA Pittsburgh serves 12 Western 
Pennsylvania counties as the local 
component of the American 
Institute of Architects and AIA 
Pennsylvania. The objective of AIA 
Pittsburgh is to improve, for society, 
the quality of the built environment by 
further raising the standards o! 
architectural education, training 
and practice; fostering design 
excellence; and promoting the 
value of architectural services to 
the public. AIA membership is 
open to all registered architects, 
architectural interns, and a limited 
number of professionals in 
supporting fields. 
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American Institute of Architects. 
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selection of works, articles, 
opinions, letters, etc. of members 
for publication. However, in the 
interest of furthering the goals of 
the Chapter, as stated monthly at 
the top of the masthead and in the 
membership directory, COLUMNS 
will publish the names of and 
properly credit non-members, 
whether as participants in the 
design of works submitted by a 
member, or as designers of their 
own work, or as authors of articles 
opinion or letters 


Opinions expressed by editors and 
contributors are not necessarily 
those of AIA Pittsburgh. The 
Chapter has made every 
reasonable effort to provide 
accurate and authoritative 
information, but assumes no 
liability for the contents. 


For information about AIA Pittsburgh, 
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& Columns is printed on recycled paper. 
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Design Awards 2004 
THE JURY 


Our Lead Juror, William H. Fain, Jr., FAIA, is Principal of Johnson 
Fain in Los Angeles. Founded in 1987, Johnson Fain is an award- 
winning firm that has been established as an architecture, planning 


and interior design firm known for its creative approach to the buil 


= 


vironment. Mr. Fain has a Certificate for Urban and Social Planning 
from the University of Manchester in England, a Bachelor of Architec 


ure from the University of California Berkeley, and a MAUD from the 
Graduate School of Design at Harvard University. In addition to his 
positions in numerous organizations, Mr. Fain is Past Chair of the 


National AIA Regional and Urban Design Committee and served as a 
member of the jury for AIA's Regional and Urban Design Awards Pro- 
gram. Additionally he is a founding member of the Museum of Con- 


ES 


The 2004 Design Awards jury (from left): Hsin-Ming 
Fung, AIA, William H. Fain, Jr., FAIA, Craig i 
Hodgetts, AIA and Wing Chao, FAIA temporary Art in Los Angeles. 


Wing Chao, FAIA is Vice President of Walt Disney Imagineering where he oversees master planning, architecture, design, and 
development of Disney real estate holdings worldwide. 


Hsin-Ming Fung, AIA and Craig Hodgetts, AIA are Principals and Cofounders of Hodgetts + Fung Design and Architecture which 
was initiated in 1984. The firm is currently involved in preparing a renovation plan for the Hollywood Bowl, the largest natural amphi- 
theater in the United States. 


In the Los Angeles offices of Johnson Fain, the Design Awards jury reviews the projects, and decides the winners. 


news 


Frank Lloyd Wright Events 
at City Theatre 


30 for 30: A year-long celebration at City Theatre 
In 2004-05, City Theatre is celebrating its 30" anniversary 
season with 30 events to engage audiences and enhance 
programming. The 30 for 30 events surrounding Work 
Song include: 


Behind the Walls of Taliesin 

Sunday, December 12, 2004 (post-matinee) 

Three generations of Taliesin alumni will discuss living 
nd working within Frank Lloyd Wright's legendary ap- 
prenticeship program, the Taliesin Fellowship. Serving on 
the panel will be Grattan Gill, a Massachusetts-based ar- 
chitect, who studied at Taliesin directly under Wright dur- 
ing the 1950s; Pittsburgh's, Gerald Lee Morosco, AIA, who 
apprenticed from 1981 to 1986 under Wright's widow, 


Olgivanna, and led the construction of the Frank Lloyd 
Wright Archives; and Megan Kaveler and Dave Meyers, 


who in December will graduate from the accredited degree 
program at the Frank Lloyd Wright School of Architecture 


My Favorite Frank Lloyd Wright Building 
Sunday, December 19, 2004 (post-matinee) 

Audience members can discuss their favorite Frank Lloyd 
Wright buildings with Lynda S. Waggoner, director of 
Fallingwater and vice president of the Western Pennsylva- 
nia Conservancy, and past president of the Chicago-based 
Frank Lloyd Wright Building Conservancy; Leonard P. 


Perfido, AIA, City Theatre board member and managing 
partner of Perfido Weiskopf Architects; and Gerald Lee 


Morosco, AIA, president of Taliesin Fellows and public 
trustee of the Frank Lloyd Wright Foundation. 
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BA PJD PJ.DICK 
INCORPORATED 
x 


CONGRATULATIONS! 
Pfaffmann + Associates, P.C. 


We're proud to be part of a winning team 


pijdick.com 
A Drug Free Equal Opportunity 


HOW IT WORKS 


Awards may be given in the following 
eight categories: Architectural, Interior 
Architecture, Regional and Urban 
Design, Detail, Open Plan, Landscape 
Architectural, Landscape Architectural 
Detail and Landscape Architectural 
Open Plan. The Silver Medal is AIA 
Pittsburgh’s highest award and is 
presented at the jury's discretion. Only 
projects in the Architectural, Interior 
Architecture, Regional and Urban 
Design, and Landscape Architectural 
categories are eligible for the Silver 
Medal. Honor Awards are granted for 
overall excellence to projects in the 
Architectural, Interior Architecture and 
Regional and Urban Design 
categories. Certificates of Merit 
recognize an outstanding aspect of a 
project such as detailing or adaptive 
reuse. Architectural Detail, Open Plan, 
Landscape Architectural Detail and 
Landscape Open Plan submissions are 
eligible for Awards of Excellence. 


The Green Design Citation was 
introduced in 2001 to recognize 
projects that have integrated green 
building strategies and practices into 
the design to reduce environmental 
impact. Projects submitted in the 
Architectural, Interior Architecture and 
Regional and Urban Design are 
eligible for the Green Design Citation. 


DESIGN 
AWARDS 


ARCHITECTURAL AWARDS 


design awards 


(아래 
ul. M 


HONOR AWARD 


FIRM: Pfaffmann + Associates, P.C. 

PROJECT: Alcoa Business Services Center 

CLIENT: The Rubinoff Company 

PROJECT TEAM: Rob Pfaffmann, AIA, Erik Hokanson, AIA, Gregory George, Assoc. AIA, 

Carl Bergamini, Kurt Beres, Christine Brill, Sean Beasley, Assoc. AIA, Steve Chiang, John Axtell 
CONTRACTOR: PJ. Dick Incorporated 

PHOTOGRAPHER: Massery Photography 


JURY COMMENTS: As a concept this is an interesting building...like a sliced cheese. Urbane, 
simple idea that works. Brings light and views into the core of the building. Its plaza offers an 
amenity to the public realm of the city. 
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ARCHITECTURAL AWARDS 


HONOR AWARD 


FIRM: Mary Cerrone, AIA and 

Kevin Wagstaff, AIA 

PROJECT: Hillside House 

CLIENT: Mary Cerrone, AIA and Kevin Wagstaff, AIA 
CONTRACTOR: Glunt Contracting Services 
PHOTOGRAPHER: Alexander Denmarsh 


Ic- 


URY COMMENTS: Outdoor-indoor relationship is 
fantastic. Window walls are light and airy. .. very 
sensitive. Great scheme. More about strength in 
simplicity. A very rich scheme. Not retro. Timeless, 
functional and quite elegant. Well thought out. 


HONOR AWARD 


FIRM: Bohlin Cywinski Jackson 

PROJECT: Apple Computer High Profile Store 
CLIENT: Apple Computers, Inc. 

PROJECT TEAM: Peter Q. Bohlin, FAIA, Jon C. Jackson, 
AIA, Karl A. Backus, AIA, Joshua Keller, Nick Anderson, 
Colleen Caulliez, Michael Gwin, Ben McDonald, Michael 
D. Maiese, AIA, Denis Schofield, Michael Waltner 
CONTRACTOR: Pepper Construction Company 
PHOTOGRAPHER: Peter Aarons, ESTO Photographics, Inc. 


JURY COMMENTS: Addresses the interesting issue of 
“branding” and how architects respond to it. A very 
powerful concept. Power of symmetry and simplicity. 
Branding is something that architects need to understand 
and lead in todays media world. This scheme is more of 
a refinement, its invention was done earlier. The building 
is a backdrop and necessarily a part of its graphic icon. 
The building appropriately fits into its urban context. 
Seems very Chicago. 
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ARCHITECTURAL AWARDS 


design awards 


CERTIFICATE OF MERIT 


FIRM: EDGE studio 

PROJECT: 5400 Campbells Run Road 

CLIENT: Sampson Morris Group 

PROJECT TEAM: Gary K, Carlough, AIA, Anne Chen, 
Swee Hong Ng, Karen Li, Tim Roos 

CONTRACTOR: Jendoco Construction Corporation 
PHOTOGRAPHER: Craig Thompson Photography 


JURY COMMENTS: A beautiful upgrade of a tired 
building. 


CERTIFICATE OF MERIT 


FIRM: Pfaffmann + Associates, P.C. 
PROJECT: Church of the Ascension 

CLIENT: Church of the Ascension 

PROJECT TEAM: Rob Pfaffmann, AIA, John Sergio 
Fisher, AIA, Erik Hokanson, AIA, Arturo Yanez, AIA, 
Dean Lee, John Axtell 

CONTRACTOR: Jendoco Construction Corporation 
PHOTOGRAPHER: Massery Photography, Inc. 


JURY COMMENTS: The addition is set back so you can 
See the historic building. Strong rhythm of the windows 
reflects its context. New and old stone is an interesting 
interplay. Response to the context is different on each 
side. 


FIRM: Pfaffmann + Associates, P.C. 

PROJECT: Carport Pavilion 

CLIENT: Karen Schriver and Dick Hayes 

PROJECT TEAM: Erik Hokanson, AIA, Rob Pfaffmann, 
AIA, Carl Bergamini, Dave Green 

CONTRACTOR: C.W. Struthers, Inc. General Contractors, 
Charles Struthers 

PHOTOGRAPHER: Carl Bergamini 


JURY COMMENTS: This is nicely detailed and well 
executed. Strength in simplicity. 


CERTIFICATE OF MERIT 


FIRM: Loysen + Kreuthmeier Architects 
PROJECT: Carnegie Library of Pittsburgh, 
Brookline 

CLIENT: Carnegie Libraries of Pittsburgh 

PROJECT TEAM: Karen Loysen, AIA, Peter Kreuthmeier, 
Sallyann Kluz, Jennifer McCarthy, Greg Weimerskirch 
CONTRACTOR: Rycon Construction, Inc. 
PHOTOGRAPHER: Nicholas Traub Photography 


JURY COMMENTS: Very simple gesture. Small 
inflections. Considering budget limits, achieves a big 
impact 


CERTIFICATE OF MERIT 


FIRM: studio d’ARC architects, P.C. 

PROJECT: Goodyear Building 

CLIENT: Dickinson College 

PROJECT TEAM: Gerard Damiani, AIA, Lee Christian 
Minnerly, Deborah Battistone, Edward Parker 
CONTRACTOR: McCoy Brothers General Contractors 
PHOTOGRAPHER: Nicholas Traub Photography 


JURY COMMENTS: An interesting idea. The interior is 
very well done. Very simple materials that make it 
beautiful with great attention to detail. A lot of thinking 
went into the response. 
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ARCHITECTURAL AWARDS 


GREEN DESIGN CITATION 


FIRM: Perkins Eastman 

PROJECT. Felician Sisters Convent & Our Lady of 
the Sacred Heart High School 

CLIENT: Felician Sisters 

PROJECT TEAM: J. David Hoglund, FAIA, Stefani Danes, 
AIA, Laura Nettleton, Scott Fitzgerald, Arch Pelley, AIA, 
Victor Curti, AIA, Dana Ceraso, Kristin Kennedy, Sean 
Beasley, Assoc. AIA, William Brocious, AIA, Lisa 
Doerfler, Rita Edelman, Lisa Granger, Matt Hansen, 
Dorothy Moyta, AIA, Joseph Nagy GREEN DESIGN CITATION 
CONTRACTOR: Sota Construction Services, Inc. 
PHOTOGRAPHER: Alexander Denmarsh 


FIRM: L. Robert Kimball & Associates, Inc. 
PROJECT: New Clearview Elementary School 
JURY COMMENTS: Very earnest and straightforward CLIENT: Hanover Public School District 

effort CONTRACTOR: Kamand Construction, Inc. 
PHOTOGRAPHER: Jim Schafer Photography 


JURY COMMENTS: Very innovative systems 


PROJECTS OF MERIT 


Associated Builders 
and Contractors, Inc. 


Western 
Pennsylvania 
Chapter 


412-231-1446 Mistick PBT 


www.abcwpa.org When the Sisters of Divine Providence needed a major renovation 
completed at their chapel, they turned to Mistick Construction to 
complete the $3.1 M project. Restoration included work at the 
plaster ceilings and cornice, granite columns, stone capitals, and 
RCIA: Mmm new terrazzo. Fifty-eight stained glass windows were removed, 
restored, and replaced. 


Safety is important to Associated 


members as they participate in the STEP 


award program and Platinum award Because the Chapel is located at the center of the motherhouse, the 
entire project involved extensive coordination among the design 
team before and during construction. 


winners are eligible to qualify for 


OSHA partnership. 


The project received the 2002 AIA/IFRAA Design Award for 
Religious Architecture Renovation. 
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REGIONAL AND URBAN DESIGN AWARDS 


HONOR AWARD 


FIRM: Urban Design Associates 

PROJECT. The Campus Plan for the University of 
California, Santa Barbara 

CLIENT: University of California Santa Barbara 
PROJECT TEAM: Raymond L. Gindroz, FAIA, 

Paul B. Ostergaard, AIA, Annie Mathot, John Miki, 
Ritesh Warade, David Csont 


JURY COMMENTS: Scale difference and a focus on 
individual building projects is typical of the universities 
today. This plan focuses on the shaping of outdoor 
Spaces which will give coherence to the overall campus. 
It is an intensification plan which clarifies and 
establishes standards. It holds together well. 

It's exceedingly well presented. 


CERTIFICATE OF MERIT 


FIRM: Rothschild Doyno Architects, P.C. 

PROJECT: A Vision for the Center of East Liberty 
CLIENT: East Liberty Development, Inc. 

PROJECT TEAM: Kenneth Doyno, AIA, Daniel Rothschild, 
AIA, Michele Adrianse, Assoc. AIA, Lisa Baker, Assoc. 
AIA, Kate Tunney, Assoc. AIA, Jeff Kalina, Martha 
Solomon 


JURY COMMENTS: The plan deals with the convergence 
of a number of street systems. It is a very important 
strategy for the neighborhood. Each road spoke is 
identified and recommendations are made for 
redevelopment. The plan identifies the character of each 
street and works to strengthen its identity. Takes a large 
neighborhood and figures out the pieces. 
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DEVELOPMENT GUIDELINES FOR THE CENTER OF EAST LIBERTY 
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INTERIOR ARCHITECTURE AWARDS 


HONOR AWARD 


FIRM: Strada 

PROJECT: Center for Bioimage Informatics 
CLIENT. Carnegie Mellon University 

PROJECT TEAM: Alan J. Cuteri, AIA, Thomas H. Price, 
Assoc. AIA, Dawn R. Peterson 

CONTRACTOR: Tedco Construction Corporation 
PHOTOGRAPHER: David Aschkenas 


JURY COMMENTS: This project shows tremendous 
discipline. Simple materials which have been beautifully 
executed and pulled together. 


CERTIFICATE OF MERIT 


CERTIFICATE OF MERIT 


RM: Fukui Architects 

ROJECT. Sanctuary Nightclub 

LIENT: Clint Pohl 

ROJECT TEAM: Felix Fukui, AIA, Wayne Chang, 


FIRM: Rothschild Doyno Architects, P.C. : 
C 
P 
Lisa Ma, Kento Ohmori, Dana Stanik, Susan Smith 
C 
P 
A 


JECT: University Honors College 
CLIENT: University of Pittsburgh 

PROJECT TEAM: Kenneth Doyno, AIA, Daniel Rothschild, 
AIA, Tony Albrecht, AIA, Michele Adrianse, Assoc. AIA, 
Lisa Baker, Assoc., AIA, Joe Touvell, Assoc. AIA, 

ark Fossom, Assoc. AIA, Jeff Kalina, Nuri Miller, 

artha Solomon 

CONTRACTOR: Burchick Construcion Co. 
PHOTOGRAPHER: Massery Photography, Inc. 


ES 
2 
oO 


ONTRACTOR: Franjo Construction 
HOTOGRAPHER: Craig Thompson Photography/Fukui 
chitects 


JURY COMMENTS: A disco in a faith based building. 
Kind of pagan. The lighting makes the project. It is about 
atmosphere...creating the mood. It is for a night time 
environment. In the end it is a theater and a stage set. 


JURY COMMENTS: The before and after shots really tell 
the story of this project. The architect looked at exterior 
pattern of stonework and used it to inform the new. Great 
sensitivity was shown in dealing with a very significant 
building. 
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OPEN PLAN AWARDS 


design awards 


AWARD OF EXCELLENCE 


FIRM: Bohlin Cwyinski Jackson 

PROJECT: Fallingwater Ticket Booth 

CLIENT: Western Pennsylvania Conservancy 

PROJECT TEAM: Peter Q. Bohlin, FAIA, Jon C. Jackson, 
AIA, C. Roxanne Sherbeck, AIA, Sarah D. Drake, AIA, 
Yin Man Chui 


JURY COMMENTS: A /ovely rustic solution. The idea is 
about the natural setting. 


AWARD OF EXCELLENCE 


RM: Renaissance 3 Architects, P.C. 
ROJECT: Martin Luther King, Jr. Elementary 
chool 

LIENT: Pittsburgh Public Schools 

ROJECT TEAM: Deepak Wadhwani, AIA, 

Mark S. Weber, AIA, Rebecca L. Leet, AIA 


cc) mn 


- 


URY COMMENTS: A simple, colorful and economic idea 
for using screens. 


AWARD OF EXCELLENCE 


m 


PROJECT: Gateway Station — North Shore 
Connector 

CLIENT: Port Authority of Allegheny County 

PROJECT TEAM: Rob Pfaffmann, AIA, Gary Carlough, 
AIA, Erik Hokanson, AIA, Matt Fineout, AIA, Dutch 
acDonald, AIA, Carl Bergamini, Tim Roos, Jimmy 
DeCecco, AIA, Mick McNutt, Swee Hong Ng, Greg Hall, 
Adam Beaulieu, Dave Green 


JURY COMMENTS: Does a good job of making a place 
out of the ramp. Pulls together the urban fabric. Visual 
aspect is nice...bringing light in. 


IRMS: EDGE studio/Pfaffmann + Associates, P.C. 
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LANDSCAPE ARCHITECTURAL AWARD 


HONOR AWARD 


FIRM: Marshall Tyler Rausch, LLC 

PROJECT: Washington State Residence 

CLIENT: Anonymous 

PROJECT TEAM: Geoffrey Rausch, FASLA, Melissa 
Marshall, ASLA, Cindy Tyler, ASLA, R. Martin Hartman, 
ASLA, Robert Sinclair, Rebecca Saunders 
CONTRACTOR: Krekow Jennings, Inc. 


JURY COMMENTS: Very /ush restoration of gardens and 
recognizes the modern sensibilities of the 21st century 
client. 


LANDSCAPE ARCHITECTURAL OPEN PLAN AWARD 


AWARD OF EXCELLENCE 


FIRM: Marshall Tyler Rausch, LLC 

PROJECT: Botanic Garden of Western Pennsylvania 
CLIENT: Horticultural Society of Western Pennsylvania 
PROJECT TEAM: Geoff Rausch, FASLA, Missy Marshall, 
ASLA, Cindy Tyler, ASLA, Robert Vukich, ASLA 


JURY COMMENTS: Very thoughtful. A series of outdoor 
rooms with good linear plan quality. 


Columbia Gas of Pennsylvania 
People's Choice Award 


FIRM: Mary Cerrone, AIA and Kevin 
Wagstaff, AIA 

PROJECT: Hillside House 

CLIENT: Mary Cerrone, AIA and 

Kevin Wagstaff, AIA 

CONTRACTOR: Glunt Contracting Services 
PHOTOGRAPHER: Alexander Denmarsh 
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THE DESIGN PITTSBURGH GALA 


A BEHIND THE SCENES LOOK by Kate Murray 


VN hen | started in member relations at AIA 
Pittsburgh in July, | was told there would 
be some late nights and extra hours to work during 
Design Pittsburgh and Build Pittsburgh. Of course, in 
an office of three, | would work late for large events. 
Late nights were discussed, scaffolding never was, yet 


that's where | found myself until midnight in the nights 
leading up to this year's Design Pittsburgh Gala. 


After last year's Gala, the decision was made to move 


from the Convention Center to a more interesting and 
dynamic space. The Alcoa Business Services Center 
ended up being a great fit. Not only were the location 
and the size of the space what we were looking for, but 


also The Rubinoff Company generously allowed us to 


have the space without cost. Using an unfinished space 
for the 2004 locale seemed like a great way to make the 
Gala new and unique while involving our members in 
the design. 


The design process started with a July charrette, where 
fourteen architects and others from the design com- 
munity brainstormed ideas working within the confines 
of a strict budget, timeline and 13,200 square feet of 
unfinished space. Lighting for atmosphere and for func- 
tion was the key issue that led to the basic design con- 
cept. Since each of the 101 submission boards for De- 
sign Awards would need to be well lit, the boards would 
define both the lighting scheme and the space. Keep- 


ing the plan as simple as possible, the committee de- 


PHOTOS BY MAYA HAPTAS 


Kate Murray 


design awards 


cided to use scaffolding to create light towers. Three 
main towers of scaffolding would support over 78 hang- 
ing lights to illuminate the boards. The towers would 
be wrapped in fabric and lit from the inside to create a 
sculptural effect that would soften the raw space. 


After this initial meeting Freddie Croce, AIA of 
inter" ARCHITECTURE, Sean Beasley, Assoc. AIA and 
Tom Price, Assoc. AIA of Strada continued to work to- 


gether, along with Maya Haptas and event planne 


= 


ichele Q. Margittai, to refine the design for the Gala. 


called Tom, Sean and Freddie after the Gala to find 


£ 


out how they went from the initial idea to the start of 


construction. The idea of building the space around 


light towers came out of the first planning meeting and 


$ 


rom there the focus was on working with the space, 


consulting, and remaining flexible. Freddie described 


itas a constant refining of the idea that focused on the 


concept rather than the details throughout the design 


process and construction. 


Construction was a learning process about implement- 
ing the design within the unfinished space. For me it 
was impressive to see that they were able to convey 
their ideas to those who were helping and truly make 
the process a collaborative effort. Steve Iski, Prof. 
Affil., of the studio i company, who was at the charrette, 
was consulted on the lighting throughout. Ed Massery, 
Prof. Affil., and Design Pittsburgh Contributor, vol- 
unteered his time and equipment and, after talking with 


Freddie and getting a feel for the basic design con- 
cept, he set up his own lights, adding color and di- 


mension. In addition to our lighting help, a total of 20 
architects and friends volunteered their evenings to 


help with the construction. 


All this for only one night- so was it worth it? On the 


night of the Gala, when each muslin-wrapped scaffold 
tower glowed, and people filled in the spaces between 
the boards and the towers, everyone could see that it 
was. So, thank you to everyone who helped design and 
build the Gala this year. Personally it was a great ori- 
entation for this newcomer, and more importantly, it 


was the most lively and successful Gala to date. 
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2004 
DESIGN PITTSBURGH 


PHOTO ALBUM 


Scenes from the 
Design Awards Gala and the 


Design Awards Ceremony À 

AAN = ] 

Doug Shuck, AIA of WTW Architects with dual-award 
winners Kevin Wagstaff, AIA of Perfido Weiskopf and Mary 
Cerrone, AIA of Mary Cerrone Architecture and Interiors 


PHOTOS BY TRACY CERTO 


y 
en 
rale ums 


Craig Dunham of The Carnegie, Caryn Rubinoff of The Christina Clarkson-Gentilicore and Ed Gentilicore of 
Rubinoff Company and John Kim of Burt Hill Reed Smith LLP Construction Group at the Gala 


f 
$ VI 
E EN X ~ We 
Steve Donaldson of Civil and Environmental Consultants, Me 
Inc. and Alan Schlossberg, AIA of Perkins Eastman with AN 1 X 
award winner Feliz Fukui, AIA of Fukui Architects E. Vua EN 


ie d 


Award winners Dutch MacDonald, AIA of EDGE studio, 
Erik Hokanson, AIA and Rob Pfaffmann, AIA of Pfaffmann + 
Associates, PC 


I 18 


Gold Medal Recipient Lynda Waggoner, the Director of Fallingwater, with Roxanne Sherbeck, AIA of Bohlin Cywinski Jackson 
(left), Dan Rothschild, AIA of Rothschild Doyno Architects and Anne J. Swager, Hon. AIA of AIA Pittsburgh 


G 


design awards 


Sallyann Kluz and Karen Loysen, AIA of Loysen + Kreuthmeier 
Architects, Doug Berryman, AIA of Berryman Associates, 
Jennifer McCarthy of Loysen + Kreuthmeier Architects, and 
Jennifer Di Salvo, ASLA of Vollmer Associates, LLP 


s : : 이 00” DNE arri 
John Cook of The Sextant Group, Paul Knell, AIA of WTW 
Architects and Deepak Wadhwani, AIA of Renaissance 3 
Architects, PC. at Design Awards 


39 : M j 
Award winners Anne Chen and Gary Carlough, AIA of 
EDGE studio 


design awards 
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Dual Award winners and Gold Medal Reception Sponsors Jon Jackson, AIA, Tracy Myers, Prof. Affil. of Heinz Architectural Center, Tom Briney, AIA of Astorino, and Ken Lee, AIA of 
Roxanne Sherbeck, 4/4 and Sarah Drake, AIA of Bohlin Cywinski Jackson MacLachlan, Cornelius & Filoni 


p" < /\N Bert Davis & Associates 


Consulting Engineers 


/ 
| / 


\ d V| 1935" Street e Pittsburgh, PA 15201 
N AN Phone: 412/682-3603 © Fax: 412/682-3605 


Congratulations to Rothschild Doyno Architects 
Glad to be a part of an Award Winning Design Team! 
UNIVERSITY OF PITTSBURGH HONORS COLLEGE 


Ken Doyno, AIA and Dan Rothschild, AIA of Rothschild BERT DAVIS & ASSOCIATES PROVIDED HVAC, POWER DISTRIBUTION, LIGHTING, PLUMBING & 


Doyno Architects who took home awards in the Interior FIRE PROTECTION ENGINEERING DESIGN SERVICES FOR THIS PROJECT. 
Architecture and Regional and Urban Design Categories 


AIA Pittsburgh Would Like to Thank 


THE DESIGN PITTSBURGH 


2004 SPONSORS 


The success of this years Design Pittsburgh 
events 1s a direct result of your contribution! 


Design Pittsburgh Hosts 
Carnegie Museum of Art 
Photo Forum Gallery 


Media Sponsor 
Pittsburgh Business Times 


People’s Choice Award Sponsor 
Columbia Gas of Pennsylvania 


Gala Gold Sponsors 
Fenner & Esler Agency, Inc. 
GAI Consultants 
Nello Construction 


Technology Sponsors 
CAD Research, Inc. 
Tri-State Reprographics, Inc. 


Exhibit Sponsors 
Mistick Constuction 
Vollmer Associates, LLP 
The Gateway Engineers, Inc. 


Green Design Citation Sponsor 


Clearview Project Services Company 
& K2 Integrated Project Services, Inc. 


* AIA Pittsburgh Gold Medal 
Reception Sponsor 


Bohlin Cywinski Jackson 


SILVER SPONSORS 
A. Martini & Co, Inc. 
Atlantic Engineering 


Burchick Construction Company, Inc. 


Civil & Environmental Consultants, Inc. 


Flynn Construction 

H.F. Lenz Company 

Jendoco Construction Corporation 
M. I. Friday 

Poerio Inc. 

Reed Smith LLP Construction Group 
Sota Construction Services Inc. 
TEDCO Construction 

The Kachele Group 


Turner Construction Company 


N 
Ly 


는 


0 
= 
SUS: 


D. 
e: 
LA 
% 


CONTRIBUTORS 
Accu-Copy Reprographics, Inc. 
len & Shariff Corporation 


mstrong World Ind. Commercial 
oors & Commercial Ceilings 


ert Davis & Associates 


RIDGES, pbt 
JL Engineering 


A 
A 
F 
B 
Brace Engineering 
B 
C 
C 


awford Consulting Services, Inc. 
F. J. Busse 

Ferry Electric Company 

Food Facilities Concepts, Inc. 

Forbo Flooring 

Hilbish McGee Lighting Design 
LaFace & McGovern Associates, Inc. 
Landau Building Corporation 
LLI/CMI Construction 


arkovitz Dugan & Associates 


ascaro Construction Company, L.P. 


assery Photography Inc. 
PJ. Dick Incorporated 


je 
Ex 


Pashek Associates, 
Pfaffmann + Associates, P.C. 
RAY Engineering 
Repal Construction 
REPCO II INC 


Rycon Construction, Inc. 


Tait Engineering 


The Buncher Company 


The Rubinoff Company 


Tower Engineering 


Trans Associates Engineering 
Consultants, Inc. 


St 


Associated Builders 
and Contractors, Inc. 


Western 
Pennsylvania 
Chapter 


412-231-1446 


www.abcwpa.org 


Associated Builders and Contractors 

of WPA members are active in 
Legislative affairs, working with Federal, 
Pennsylvania and Local elected officials 
to preserve equal opportunity for all 
contractors to compete for projects 
based on selection of the lowest 


responsible bidder. 


PROFESSIONAL 
CONSTRUCTION 
MANAGEMENT 
SERVICES 


We are 
yoURSolution! 
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PROJECTS OF MERIT 


Clearview Project Services Company 


The Barn at Fallingwater 


Contractor: Clearview Project Services Company 
Architect: Bohlin Cywinski Jackson 

Owner: The Western Pennsylvania Conservancy 
Size: 10,021 SF 


Through an interview process, Clearview was selected to provide 
the pre-construction and construction services for the renovations 
and additions to this 18th century barn. The project has a targeted 
silver LEED rating. Clearview provided detailed cost estimating, 
scheduling, scope packaging and LEED consulting during 
pre-construction to help focus the project. The project includes, 
sustainable site development, highly efficient shell and energy 
systems. This will be coupled with BCJ's exciting craftsman-like 
detailing of wood, stone, glass and steel. The project will serve 
as an interpretive center for the trail and offices for the 
Conservancy. 


3977 William Flynn Highway * Allison Pork, PA 15101 
Phone: 412-487-3984 e dlearviewpsc.com €. chris dearviewpsc.com 
LEED Accredited General Contractor 


Pittsburgh - 412-503-4700 f 


"of Pittsburgh, 
€uthmeier Architects, 
aH xm WE. te eo oy i T. 


TY TO 
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The Right Materials 


Fire Resistant … * Design Flexible 


* 


* Low Maintenance * Superior Longevity 


* Durable & Safe * Cost Effective 
* Aesthetically Valuable * Fast Construction Time 
e 
The Right Way 
Constructed by Experienced Union Craftworkers & Contractors 
team International Masonry Institute 300 Northpointe Circle, # 303 
Seven Fields, PA 16046 


btrimble@imiweb.org 


A ; Ph: (724) 776-1930 
n 4 | B We Build For Life Fax: (724) 776-4963 


For answers to your masonry questions, call 1-800-IMI-0988. www.imiweb.org 


YOUR BODY NEEDS 
2100 CALORIES A DAY. 


YOUR BRAIN 
NEEDS 90.5 


DUG 90.5 EM | Set your mind to it. 


calendar 


CALENDAR 


AIA ACTIVITIES 


DECEMBER 3, FRIDAY 

AIA Communications Committee Meeting 
Noon at the Chapter office. All members are 
welcome. 412-471-9548 


DECEMBER 7, TUESDAY 

AIA Pittsburgh Board Meeting, 5 p.m. at 
the Chapter office. All members are welcome 
412-471-9548 


AIA PRESIDENT'S PARTY * SEE PAGE 29! 


AROUND TOWN 


NOVEMBER 9, TUESDAY 

CSI Tour of Carnegie Mellon University's 
Posner Center and Intelligent Workplace 
followed by dinner at Duranti's Restaurant. For more 
information and to RSVP please contact Jim Geist at 
jim.l.geistQsherwin.com or 724-933-1900 x104 by 
December 10. 


DECEMBER 8, WEDNESDAY 

SDA Holiday Luncheon at The Cheesecake 
Factory from 12-1:30. For more information please 
contact Tara Maurer at 412-431-2480. 


DECEMBER 9, THURSDAY 
SMPS Holiday Party For further information 
please contact Jackee Ging at 412-394-7889 


Commercial and 
Industrial Electrical 
Contractors 


704 McLaughlin Run Rd. 
Suite 150 
『0. Box 406 
Bridgeville, PA 15017 


Phone (412) 257-1234 
Fax (412) 257-0228 


Donald Beber 
President 


beber@commelec.com 
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Professional Engineering Services 
in Acoustics & Vibrations 


William R. Thornton, Ph.D., P.E. 
Consulting Engineers in Acoustics & Vibrations 


= 
Architectural Acoustics Analysis & Design 
Theater & Auditorium Room Acoustics 
School Acoustics & Noise Transmission 
Building Acoustics & Noise Transmission 
MRI & Sensitive Instrument Vibrations 
Vibration Measurement & Control 
HVAC Noise & Vibration Control 
Community Noise Measurement 
Environmental Impact Studies 
Noise Control Engineering 
Industrial Noise Control 
Measurement & Testing 
Product Development 
Training Seminars 
Expert Witness 


724.265.2000 Pittsburgh 
www.acoustics-vibrations.com 
wrt@acoustics-vibrations.com 


William R. Thornton, Ph.D., P.E. 


Consulting Engineers in Acoustics & Vibrations 


250 Shagbark Drive 
RD1 Cheswick, PA 15024 


ul Ib HIM DIRECTORY 


A LISTING OF AREA CONTRACTORS AND THEIR PROFESSIONAL SERVICES. To include your firm i 


@ ALLEGHENY CONSTRUCTION 

GROUP, INC." 

456 Washington Avenue, PO Box 425 
Bridgeville, PA 15017 

PHONE: 412-221-0500 FAX: 412-221-0188 
CONTACT. Laura S. Deklewa 

Commercial / Construction management 
Exterior / General / Industrial / Interior 
Renovations / Pre-engineered Metal 
Buildings / Certified DBE/WBE 


E BRIDGES’ 

1300 Brighton Road, Pittsburgh, PA 15233 
PHONE: 321-5400 FAX: 321-9823 

CONTACT.: Paul R. Bridges/Gus M iid 

WEB SITE: www.BRIDGESPBT.c 

Commercial / "cwn — 
Exterior / General / Industrial / Interior 
Renovations 


EŒ BURCHICK CONSTRUCTION CO., INC." 
500 Lowries Run Road, Pittsburgh, PA 15237 
PHONE: 369-9700 FAX: 369-9991 

CONTACT: Joseph E. Burchick 

E-MAIL: burchick@burchick.com 

WEB SITE: www.burchick.com 

Commercial / Construction management 
General / Industrial / Interior / Renovations 


W R.E. CRAWFORD CONSTRUCTION 
1046 Pittsburgh Street, Springdale, PA 15144 
PHONE: 724-274-5000 FAX: 724-274-2323 

TA om Chunchick 

F-MAIL: tomchunchick ra com 
Commercial / Construction management 
General / Interior / Renovations 


E JOHN DEKLEWA & SONS, INC.* 
1273 Washington Pike, P.O. Box 158 
ae PA 15017-0158 

PHONE: 412-257-9000 FAX: 412-257-4486 
CONTACT: David Dekle 
WEB SITE: www.deklewa.com 

General construction / Construction 
Management / Design-Build / Development 
Services 


E DYNAMIC BUILDING CORPORATION: 
51 Pennwood Place, Suite 200 
이 dale, e 15068 


i > ACT Judithi Nadali 

E-MAIL: jnadeau@dynamicbuilding.com 
Commercial / Construction management 
General / Industrial / Interior Renovations 
Multi-Family 


W FLYNN CONSTRUCTION 

600 Penn Avenue, Pittsburgh, PA 15221 
PHONE: 412-243-2483 FAX: 412-243-7925 
CONTACT: Gemma Kirwan 
E-MAIL: gkirwan@flynn-construct 
WEB SITE: www.flynn-construction 
Commercial / Construction management 
General / Interior / Renovations 


n.com 


I GENERAL INDUSTRIES: 

15 Arentzen Blvd., Charleroi, PA 15022 

PHONE: (724) 483-1600 FAX: (724) 483-0990 
CONTACT: Donald Ivill, divillgenindustries.com 
WEB SITE: www.genindustries.com 
Design-Build/Commercial Building 
Contractors 


IB HARCHUCK CONSTRUCTION CO., INC. 
705 Route 66, Building 11, Suite 222 

Apollo PA 15613 

PHONE: (724) 727-3700 FAX: (724) 727-2800 
CONTACT: David A. Harchuck 

Commercial / Construction management 
Exterior / General / Industrial / Interior 
Renovations 


B A. RICHARD KACIN, INC.’ 

3875 Old William Penn Hwy. 

Murrysville, PA 15668 

PHONE: 724-327-6694 FAX: 724-733-5993 
CONTACT: A. Richard Kacin, Pres 
Commercial / Construction management 
General / Industrial / Residential 


IW KUSEVICH CONTRACTING, INC. 

3 Walnut Street, Pittsburgh, PA 15223 
PHONE: 412-782-2112 FAX: 412-782-0271 
CONTACT: George Kusevich, Jr. 

E-MAIL: gkjr@kusevich.com 

WEB SITE: www.kusevich.com 
Commercial / General / Renovations 
Education 


* Member of the MASTER BUILDERS’ ASSOCIATION. 
‘Member of ASSOCIATED BUILDERS AND CONTRACTORS, INC. 


his directory, call AIA Pittsburgh at 412-471-9548. 


W MARCO CONTRACTORS, INC. 

100 Commonwealth Drive P.O. Box 805 
Warrendale, PA 15095-0805 

PHONE: 724-741-0300 x27 FAX: 724-741-0335 
CONTACT. Erica Gillis 


VWw.marcocon 1300 0 
Commercial / Construction management 
Interior / Renovation / Restaurants / Retail 


B MISTICK CONSTRUCTION? 

1300 Brighton Road, Pittsburgh, PA 15233 
PHONE: 322-1121 FAX: 322-9336 

CONTACT: D. Thomas Mistick 

Commercial / Construction management 
Exterior / General / Interior / Renovations 
Residential 


E NELLO CONSTRUCTION COMPANY " 
100 Houston Square, Suite 200 
Cannonsburg, PA 15317 

724-746-0800 FAX: 724-746-1966 


Commercial f Construction management 
Exterior / General / Industrial / Interior 
Renovations 


E RAIMONDO CONSTRUCITON CO. INC. 
131 South Lincoln Avenue, Greensburg, PA EUM 
PHONE: 72/ 7-3146 FAX: 724-837-315 
CONTACT 10000 

WEB SITE: www 0 com 

General (oneinifos / Concrete / Pre- 
Engineered Metal Buildings / Interior 
Renovations / Commercial / Industrial 


I SOTA CONSTRUCTION SERVICES INC.* 
80 Union Avenue, Pittsburgh, PA 15202 
6-4630 FAX: 412-766-4634 


otaconstruction.com 


aconstruction.com 
Cosntirell / Construction management 
Exterior / General / Industrial / Interior 
Renovations 


E TEDCO CONSTRUCTION CORPORATION " 
TEDCO Place, Carnegie, PA 15106 

PHONE: 412-276-8080 FAX: 412-276-6804 
CONTACT: James T. Frantz 

WEB SITE: www.tedco.com 

Commercial / Construction management 


E TORRIERO CONSTRUCTION 

100 Houston Square, Suite 102 

Cannonsburg, PA 15317 

PHONE: 724-746-0800 FAX: 724-746-1966 
CONTACT: Gino Torriero 

E-MAIL: gino@torrieroconstruction.com 

WEB SITE: www.torrieroconstruction.com 
Commercial / Construction management 
Exterior / General / Interior / Renovations 


E TURNER CONSTRUCTION COMPANY" 
Two PNC Plaza, 620 Liberty Ave., 

27th Floor, Pittsburgh, PA 15222-2719 

PHONE: 412-255-5400 FAX: 412-255-0249 
CONTACT: Joseph Milicia, Jr. 

Commercial / Construction management 
General / Industrial / Interior / Renovations 


W WJM CONTRACTING, INC. 

P.O. Box 1324, Wexford, PA 15090 

PHONE: 724-933-9136 FAX: 724-933-9147 
CONTACT: William J. Gormley, Jr. 

E-MAIL: wgormley@connfettime.net 

WEB SITE: www.wjmc.net 

Commercial / Construction management 
Exterior / General / Industrial / Interior 


E VOLPATT CONSTRUCTION 
CORPORATION " 

250 Curry Hollow Road, Pittsburgh, PA 15236 
PHONE: 412-653-5454 FAX: 412-653-5755 
CONTACT: Raymond A. Volpatt 

E-MAIL: rayjr@volpatt.com 

WEB SITE: www.volpatt.com 

Commercial / Construction management 
Exterior / General / Industrial / Interior 
Renovations 


denmarsh photography 


architectural : : 


denmarsh photography c 
Mary Cerrone, AIA, Kevin Wagstaff, AIA 


Perkins Eastman 


industrial : : 


advertising photography 


Award-Winning Designs 
Built by MBA Contractors 


Congratulations to the following 
AIA Design Pittsburgh 2004 Award Winners: 


ARCHITECTURAL AWARDS 


Alcoa Business Services Center 
Jackson's Row Holdings 

Pfaffmann + Associates, P.C. 

P. J. Dick Incorporated 


5400 Campbells Run Road 
Sampson Morris Group 

EDGE studio 

Jendoco Construction Corporation 


Carnegie Library of Pittsburgh, Brookline 
Carnegie Libraries of Pittsburgh 

Loysen + Kreuthmeier Architects 

Rycon Construction, Inc. 


Church of the Ascension 

Douglas McGlynn, Rector 

Pfaffmann + Associates, P.C. 

Jendoco Construction Corporation 


INTERIOR ARCHITECTURE AWARDS 


Center for Bioimage Informatics 
Carnegie Mellon University 

Strada 

TEDCO Construction Corporation 


University Honors College 
University of Pittsburgh 
Rothschild Doyno Architects, P.C. 


— Burchick Construction Company 


PENNSYLVANIA 
CHAPTER OF 


To select a qualified contractor for your next project, contact Jack Ramage 
at 412-922-3912 or visit the MBA website at www.mbawpa.org. 


DIRECTORY 


A LISTING OF AREA ENGINEERS AND THEIR PROFESSIONAL SERVICES. To include your firm in this directory, call AIA Pittsburgh at 412-471-9548. 


W ALLEN & SHARIFF CORPORATION 
700 River Avenue, Suite 333 

Pittsburgh, PA 15212 

PHONE: (412) 322-9280 FAX: (412) 322-9281 
CONTACT: Anthony E. Molinaro, P.E. 
Consulting / Electrical / Mechanical 
Telecommunications 


E BARBER & HOFFMAN, INC. 

215 Executive Drive Suite 202 

Cranberry Twp. PA 16066 

PHONE: (724) 741-0848 FAX: (724) 741-0849 
CONTACT: Michael R. Miller, P.E 

E-MAIL: BHP@barberhoffman.com 
Consulting / Structural 


E BRACE ENGINEERING, INC. 
3440 Babcock Boulevard, Box 15128 
Pittsburgh, PA 15237 

PHONE: 367-7700 FAX: 367-8177 
CONTACT: Frank C. Brace 
Structural 


E BURNS ENGINEERING, INC. 

Penn Center West, Building Three, Suite 100 
Pittsburgh, PA 15276 

PHONE: 412-788-8200 FAX: 412-788-8864 
CONTACT: Raymond H. Meucci, PE 

E-MAIL: rmeucci@burns-group.com 

WEB SITE: www.burns-group.com 
Consulting / HVAC / Plumbing / Fire 
Protection / Electrical 
Telecommunications / Civil / Structural 
Construction Management 


W CIVIL & ENVIRONMENTAL 
CONSULTANTS, INC. 

333 Baldwin Road, Pittsburgh, PA 15205 
PHONE: 412-429-2324 FAX: 412-429-2114 
CONTACT: Gregory P. Quatchak, P.E 

Civil / Geotechnical / Surveying 
Environmental / Construction Consulting 
Testing & Inspection 


E CJL ENGINEERING 

416 Main Street, Suite 200 

Johnstown, PA 15901-1828 

PHONE: 814-536-1651 FAX: 814-536-5732 
PGH. OFFICE PHONE: 412-262-1220 

PGH. OFFICE FAX: 412-262-2972 

CONTACT: Matthew R. Sotosky, P.E 

WEB SITE: www.dynamic-engineering.com 
Consulting / HVAC / Plumbing / Fire 
Protection / Electrical / Telecommunications 
Building Audits / LEED Accredited 
Professionals 


W CLAITMAN ENGINEERING ASSOC., INC. 
1340 Old Freeport Road, Pittsburgh, PA 15238 
PHONE: 412-963-6700 FAX: 412-963-7217 
CONTACT: Robert Rosenthal 

Consulting / HVAC / Plumbing / Fire 
Protection / Electrical 


W CONWAY ENGINEERING 
Investment Building 

235 4th Avenue, Suite 1408 
Pittsburgh, PA 15222 

PHONE: 765-0988 FAX: 765-2530 
CONTACT: Bob Conway 
Consulting / Structural 


IW DODSON ENGINEERING, INC. 

420 One Chatham Center, Pittsburgh, PA 15219 
PHONE: 412-261-6515 FAX: 412-261-6527 
CONTACT. Gregory L. Calabria, P.E 
Consulting / Mechanical 


W ENGINEERING MECHANICS, INC. 

4636 Campbells Run Road, Pittsburgh, PA 15205 
PHONE: 788-3650 FAX: 787-5891 

CONTACT: Daniel Grieco, Jr., P.E 

Testing & Inspection / Geotechnical 
Consulting / Environmental 

Blasting Vibrations 


W FAHRINGER, McCARTY, GREY, INC. 
1610 Golden Mile Highway 

Monroeville, PA 15146 

PHONE: 724-327-0599 FAX: 724-733-4577 
CONTACT: Dale K. Ear 

E-MAIL: design@fmginc.us 

Landscape Architecture / Site Master 
Planning / Civil / Consulting 


E FIRSCHING, MARSTILLER, RUSBARSKY 
AND WOLF ENGINEERING, INC. 

2 Parkway Center East 

2030 Ardmore Boulevard, Suite 250 

Pittsburgh, PA 15221 

PHONE: 271-5090 FAX: 271-5193 

CONTACT: Daniel J. Wolf / David D. Rusbarsky / 
Ted Marstiller, P.E. 

Consulting / HVAC / Plumbing 

Fire Protection / Electrical 
Telecommunications 


W GAI CONSULTANTS, INC. 

385 East Waterfront Drive 

Homestead, PA 15120-5005 

PHONE: 412-476-2000 FAX: 412-476-2020 
CONTACT: Anthony F. Morrocco, PE/PLS 

Testing & Inspection / Civil / Construction 
Monitoring / Consulting / Environmental / 
Geotechnical / Structural / Transportation / 
Archaeological / Surveying 


| THE GATEWAY ENGINEERS, INC. 
1011 Alcon Street, Pittsburgh, PA 15220 
PHONE: 921-4030 FAX: 921-9960 

CONTACT: Rose Griffin 

Civil / Testing & Inspection / Consulting 
Environmental 


WE HORNFECK ENGINEERING, INC. 
1020 North Canal Street, Pittsburgh, PA 15215 
PHONE: 781-1500 FAX: 781-5593 

CONTACT: Richard W. Petrie, P.E 

Consulting / Electrical / Instrumentation 
Lighting / Telecommunications 


E JSA 

6450 Steubenville Pike, Pittsburgh, PA 15205 
PHONE: 412-788-1500 FAX: 787-5960 
CONTACT: Christopher DiCianna 
Consulting / Electrical / Mechanical 
Telecommunications / Commissioning 


W THE KACHELE GROUP 

1014 Perry Highway, Suite 100 

Pittsburgh, PA 15237 

PHONE: 412-369-9020 FAX: 412-369-9021 
CONTACT: Tony Moscollic 

Structural 


I L. ROBERT KIMBALL & ASSOCIATES 
Architects and Engineers 

CORAOPOLIS OFFICE. 

415 Moon Clinton Road, Coraopolis, PA 15108 
PHONE: 412-262-5400 FAX: 412-262-3036 
CONTACT: Emil R. “Jack” Lerch, PE 
DOWNTOWN PITTSBURGH OFFICE. 

Frick Building - North Mezzanine 

437 Grant Street, Pittsburgh, PA 15219 

PHONE: 412-201-4900 FAX: 412-201-2338 
CONTACT: Christopher R. Haupt, AIA 

WEB SITE: www.Irkimball.com 

Civil / Site / Water / Wastewater / Indoor 
Air Quality / Environmental Site 
Assessments / Land Development 
Industrial Hygiene and Safety / Mechanical 
Electrical / Structural / Telecommunica- 
tions / Geotechnical / Transportation 


E LOFTUS ENGINEERING, LLC 

555 North Bell Avenue, Carnegie, PA 15106 
PHONE: 412-429-1396 FAX: 412-429-6474 
CONTACT: Glenn Avick, P.E 

E-MAIL: gavickGloftus!lc.com 

WEB SITE: www.loftusllc.com 

HVAC / Plumbing / Fire Protection 
Structural / Electrical / Data-Telecom 
LEED Accredited Professionals in all 
disciplines 


m MURRAY ASSOCIATES, INC. 

413 Penn Avenue, Turtle Creek, PA 15145 
PHONE: 412-823-2020 FAX: 412-824-7302 
CONTACT: Jack G. Murray, P.-E 
Geotechnical / Civil / Environmental 
Structural / Testing & Inspection 
Forensic 


IW PROFESSIONAL SERVICES 
INDUSTRIES, INC. (PSI) 

850 Poplar Street, Pittsburgh, PA 15220 
PHONE: 412-922-4000 FAX: 412-922-4013 
CONTACT: Thomas G. Ali, P.E. 

E-MAIL: tom.ali@psiusa.com 

WEB SITE: www.psiusa.com 

Testing & Inspection / Consulting 
Environmental / Geotechnical 


E RAY ENGINEERING 

1841 Universal Road, Pittsburgh, PA 15235 
PHONE: 412-795-5972 FAX: 412-792-5974 
CONTACT: Richard A. Yates, P.E. 
Consulting / Mechanical / Electrical 
Plumbing / Telecommunications 
LEED Building Design / Sustainable 
Building Design / Energy Analysis 
Building Commissioning 


I TAYLOR STRUCTURAL ENGINEERS 
250 Mt. Lebanon Blvd 

Pittsburgh, PA 15234 

PHONE: 412-344-1889 FAX: 412-344-4898 
CONTACT: Dirk A. Taylor 

E-MAIL: pkoval@taylorstructuralengineers.com 
Structural 


W TOWER ENGINEERING 

115 Evergreen Heights Drive, Suite 400 
Pittsburgh, PA 15229 

PHONE: 412-931-8888 FAX: 412-939-2525 
CONTACT: Theodore H. Dannerth, P.E 
Consulting / Electrical / Mechanical 
Telecommunications / Sustainable 
Building Design / Energy Analysis 
Building Commissioning 


I TRANS ASSOCIATES ENGINEERING 
CONSULTANTS, INC. 

4955 Steubenville Pike, Ste. 400 

Pittsburgh, PA 15205 

PHONE: 412-490-0630 FAX: 412-490-0631 
CONTACT: Mark J. Magalotti, P.E 

E-MAIL: magalottim@transassociates.com 
Civil / Consulting / Transportation 


E WIDMER ENGINEERING, INC. 

806 Lincoln Place, Beaver Falls, PA 15010 
PHONE: 724-847-1696 FAX: 724-847-0419 
CONTACT: David H. Widmer, President 
E-MAIL: dwidmer@widmerengineering.com 
WEB SITE: www.widmerengineers.com 
Structural / Site Development / Traffic 
Engineering 


EXCEPTIONAL Protecto 
EXCEPTIONAL PHOTOAAAPHY 


CONGRATULATIONS AIA DESIGN AWARD RECIPIENTS... 


Studio d'ARC Architects, P.C. 
- Goodyear Bldg, 2004 
- Body Media Phz Il, 2003 
- Body Media Phz Ill, 2002 
- SandBox, 2001 


Loysen + Kreuthmeier Architects 
- Carnegie Library, Brookline, 2004 
- mCn Salon, 2002 


DELIVEAING EXCEPTIONAL Fe pmuvrell 


NICHOLAS TRAUB PHOTOGRAPHY AND DESIGN 


High Quality, Affordable, Interior and Exterior Architectural Photography 
Innovative, Award Winning, Graphic Design 
| In-house, Ultra High Quality, "Virtual" Drum Scanning 
| In-house, Photographic Quality, Large Format, Color Printing 


Ph: 412.563.3864 Fx: 412.531.5361 


nicholas@ntraubphotography.com 


Congratulations to 
Pfaffmann + Associates, P.C. 
on your AIA Design Awards 
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Columns December 2004 29 


AIA PITTSBURGH'S 


PRESIDENT'S 
PARTY 


AIA Pittsburgh's 

President's Party um y 
will be held at the ) A 
2004 Design Award SS A 
winning Sanctuary Sane 


nightclub in the 

Strip District on December 9" from 
6:00 - 9:00 p.m. Please RSVP to 
AIA Pittsburgh by December 8th 

at 412-471-9548. 


DODSON 


ENGINEERING, INC. 


Consulting Engineers 


CONGRATULATIONS TO 
ALL AIA PARTICIPANTS ! 


WE ARE PLEASED TO 
BE A PART OF THE 
DESIGN TEAM FOR 

CLP - BROOKLINE & 
CMU - CENTER FOR 

BIOIMAGE INFORMATICS. 


THANK YOU 
TO OUR CLIENTS ! 


420 One Chatham Center 
Pittsburgh. PA 15219 
Phone: (412) 261-6515 

Fax: (412) 261-6527 


CADD SERVICES | 


E KG DRAFTING SERVICES 

507 West 3rd Avenue, Dairy, PA 15627 
PHONE: 724-694-8366 FAX: 724-694-0209 
CONTACT: Katrina Gray 

CADD Services 


FINE APPLIANCES 


IW DORMONT APPLIANCE CENTERS 

ads West Liberty Ave., Pittsburgh, PA 15216 
HONE: 412-531-9700 (South) 

ia 69-0200 (North) 

FAX: 412-531-5695 

CONTACT: Michael Galvin 

E-MAIL: da aol.com 

WEB SITE: www.dormontappliance.com 

Over 30 brands of general and fine 

appliances: Sub Zero, Viking, Wolf, Asko, 

GE, Jennair & more. Knowledgeable 

consultants on built-ins and ventilation. 


GRAPHIC DESIGN 


BW MARSHALL TUER PS ue 


PHONE: 412-931- 6455 
CONTACT: Cindy Tyler 
E-MAIL: mtr 


mtrla.com 


Woman Owned Business, Environmental 
Green Design, Site Master Planning, Estate 


Landscapes, Conservatory Design, 
Playground and Educational landscapes 


W PASHEK ASSOCIATES, LTD. 

619 East Ohio Street 

Pittsburgh. PA 15212 

PHONE: 412-32 2 FAX 412-321-9202 
CONTACT: Nancy Lonnett Roman RLA 
E-MAIL: nlonnett@pashekla.com 

WEB SITE: www.pashekla.com 
Environmental Green Design, Historic 
Preservation, Park and Recreation 


| Planning, Site Master Planning, 


Streetscapes, Urban Planning 


| THE GATEWAY ENGINEERS, INC. 
1011 Alcon Street, Pittaburgh, PA 15220 
FAX: 412-921-9960 


PHONE: 412-921-4030 
CONTACT: Jason Jesso 


H3 dT TRATTATI S3 DIRECTORY 


LISTING OF AREA BUSINESSES AND THEIR PROFESSIONAL SERVICES. To ir 


urgh at 412-471-9548 


I CRAIG THOMPSON PHOTOGRAPHY 
5471 Coral Street, Pittsburgh, PA 15206 
HONE: 412-661-7300 FAX: 412-661-6966 
CONTACT: Craig Thompson 
nidhog.net 
ww.craigthompsonphoto.com 
Aréhitëctiiral Interior, Exterior and 
Landscape Photography, Corporate, 
Industrial, public and Residential. We 
provide both digital and custom prints. 


REPROGRAPHICS 


m F.L. HAUS COMPANY 

921 Ridge Avenue, Pittsburgh, PA 15212-6093 

PHONE: 412-231-7700 
T. Mik ett 


FAX: 412-231-7709 


WEB SITE: www.flhaus.com 
Construction Management, Digital B&W 


Printing/Plotting/Copying/Scanning, Spec 
Books/Binding, Large & Small Format Color 


Printing/Plotting/Copying/Scanning, 


Finishing Services including Mounting and 
Laminating, Sales & Service of Equipment 


E KOLANO DESIGN 

6026 Penn Circle South, Pgh, PA 15206-3921 
PHONE: 412-661-9000 FAX 42- 661-9606 
E-MAIL: wk@kolano.com 

CONTACT: William Kolano 

W vww.kolano.com 

Design of sign & wayfinding systems, 


design standards, fabrication packages and 


contract administration. For facilities, 
corporate, transportation, education, 
medical, retail, government, hospitality 


LIST YOUR SERVICES IN THE 
GENERAL SERVICES DIRECTORY 


With the General Services Directory, 
you can list your business by specialty 
in Columns. List your firm under the 
heading of your choice. 


* Security Systems 
* Blue Prints 


Civil / Testing & Inspection / Consulting & Supplies for the A/E/C Market, Authorized E Lt ` 
W SEWICKLEY GRAPHICS & DESIGN, INC. Environmental OCE Dealer, Advertising Specialty Items, * Electrical Service 
605 Beaver Street, Suite 102, Sewickley, PA 15143 Embroidery, Screen Printing, Awards * Design 
PHONE: 412-741-3777. FAX: 412-741-2346 Programs, Forms Printing, Pick-up and * Roofing 
CONTACT. Donna P. Barger |. MASONRY Delivery * Signage 
E-MAIL: dbargersewickleygraphics.com | e Windows and Doors 
WEB SITE: www.sewickleygraphics.com W M. |. FRIDAY e Bri i 
Certified WBE / Corporate Identity / 148 Perrysville Avenue x TRI; STATE REPROGRAPHICS: ING, . has 
Collateral / Web Design and Multimedia PHONE: 412-931-7444 š f nue, Suite 700, Pittsburgh, PA 15222 e CADD Servi 
Ad and PR Campaigns / Direct Mail / Event CONTACT. Mark Friday 538 FAX: 281-3344 ileal 
Planning Commercial, Industrial, Institutional CONTACT. Geo orge R. Marshall — * Lumber 

Masonry Work, Brick/Block/Limestone/ Document Management, Digital B&W * Masonry 

Granite Plotting, Blueprinting, Specs/Binding, * Data 

LANDSCAPE ARCHITECTS Large & Small Format Color Copies, * Flooring 
| Mounting/Laminating, Supplies, Pickup& | è Carpeting 

B DAHLKEMPER LANDSCAPE OFFICE FURNITURE Delivery e Tile 
ARCHITECTS AND CONTRACTORS e Plumbing 
P1650 Norcross Road, Erie, PA 16510 @ FRANKLIN INTERIORS | SIGNAGE 
PHONE: 814-825-3253 FAX: 814-825-0775 Suite 600, 2740 Smallman Street > 
CONTACT. Daniel J. Dahlkemper Pittsburgh, PA 15222 Call AIA Pittsburgh at 


PHONE: 412-261 E BUNTING GRAPHICS, ING. 412-471-9548 for details. 


Complete project and 비가 manage- 20R MTM ^ 
| ment. Reconfigurations and installations: da es 0030 22001 ext 40 
non-union and union. Meeting any budget— : BA Hi - A MA 04 
we are your authorized Steelcase dealer. 
CONTACT. pes Bunting 


W KENDALL LANDSCAPE ARCHITECTS . 
PHOTOGRAPHY Fabricated Graphics & Signage, Custom 


524 Locust Place, Sewickley, PA 15143 dk : 

PHONE: 412-741-5244 FAX: 412-741-0809 Railings & Architectural Metal Work, 

CONTACT: Heather O'Brian or Patricia Kendall W MASSERY PHOTOGRAPHY, INC. Decorative Truss Work, Cold Cathode 

E-MAIL: design@kendallobrien.com 701 Washington Road, Suite 10 Lighting, Custom Lighting Fixtures, | 
Pittsburgh, PA 15228 Sculpture & 3D Graphics, Custom 


Parks and Recreation Planning, n ; 
Residential Landscapes, Site Master PHONE: 412-344-6129 Fabrication, Latest Technology & Skilled 


E-MAIL: diac@erie.net 

Athletic Sports Complexes, Environmental 
Green Design, Park and Recreation 
Planning, Site Master Planning, Ordinance 
Development 


FAX: 412-344 


Planning, Streetscapes CONTACT: Ed Massery Craftsmen. (Local 110,000 Sq. Ft. Mfg. 
E-MAIL: massphoto@earthlink.net Plant) | 
WEB SITE: www.edmassery.com 


Interior, Architectural, Construction 
Photography 


CHATHAM COLLEGE 


ENROLL IN THE COEDUCATIONAL 
MASTER OF LANDSCAPE ARCHITECTURE PROGRAM 
AT CHATHAM COLLEGE 


m The only landscape architecture program in Pittsburgh 

m Earn a professional, applied degree leading to licensure 

m Enroll full- or part-time; evening classes 

m Curriculum emphasizes environmental concerns and sustainability 

m Courses include Landscape Ecology, Historic Landscape Preservation, Soil 
Science, and Community Design of Public Landscape 

m Field work and design integral to curriculum 

m Study in the College's 32-acre campus arboretum, the alma mater of 
environmentalist Rachel Carson 

um Small class size and personal attention from qualified faculty 


m Free parking in evenings 


MASTER OF ARTS IN LANDSCAPE STUDIES ALSO AVAILABLE 


www.chatham.edu m 800-837-1290 m admissions@chatham.edu 
Chatham College m Woodland Road m Pittsburgh, PA 15232 


READY TO CHANGE (| OUR WORID 


Solomon Chrysler Jeep Dodge 
DEMAND MORE, EXPECT PERFECTION. Architect: Gerard-Nagar Associates 


For over 30 years, General Industries has exceeded 
the expectations of over 300 clients that demand 
excellence in every project that we build. 


From planning, site selection, construction and 
overall project management, you can be assured 
that the General Industries team exceeds your 
demands and achieves perfection with every 
business that we help build. 


to learn more about General Industies, visit 
www.genindustries.com. 


GENERAL 
INDUSTRIES 


GENERAL CONTRACTORS 
> CAN WE BUILD WITH PERFECTION FOR YOU? 


FIND OUT MORE ABOUT BUILDING WITH GENERAL INDUSTRIES. CALL DON IVILL AT (724) 483-1600 


15 ARENTZEN BOULEVARD » CHARLEROI, PA 15022 » www.genindustries.com 


